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25X1A 
1007 
9 April 
| Pilot Reported Poor Weather Conditions 
Nav & Commo OK 
25X1A 25X1A 


oe | Pilot Reports Contrails at 40,000 near 


No route deviations 


100 . 900 miles Clear Camera operated 
900 1000 3/8 - 5/8 " " 
1000 1600 6/8 - 8/8 " " 
1600 1800 3/8 - 5/8 1 it 
1800 2200 Clear " " 
2200 2500 3/8 - 5/8 it " 
25X1A 
io Take 1800 ft. 24" photo 
140 RO 
14,0 Vv 
140 LO 
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